Dat; Tuesday, 10/3/2006 2:49:20 PM 
User. Kim Johnston 
| Customer : CU-DAROO1 Dart Helicopters Services 
Job Number : 28824 
Estimate Number : 10822 
P.O. Number > Wide 
This Issue : 10/3/2006 S.O. No. : NYA 
Prsht Rev. : NC 
First Issue : NUA— type — : MACHINED PARTS 
Previous Run : 28713 
Written By 
Checked 8 Approved By 
Comment : Est. H 00.05.18 4 


Additional Product 


1 


Ш 


Machine Or Operation: 


0 .M6061T6B0750X00125 


Comment: Qty: 0.0962 f(s)/Unit 
6061-T6 Bar .75" x ,125" 


Total : 


Added inspection level 8 EC 


Dart Aerospace Ltd. 


S 
Process Sheet Sv 
Drawing Name : RADIUS BLOCK 
Part Number : D2274 
Drawing Number : 02274 REV F 
Project Number : N/A 
Drawing Revision : F 
Material iW l^ 3 YA 
Due Date : 10/18/2006 Qty: ee Um: 


Description : 
6061-T6 Bar .75" x .125" 


Each 


48.0900 f(s) 


JF 06/4/04 


Material: 6061-T6 (QQ-A-250/11) or 5052-H34 (QQ-A-250/8) 1/8" X 3/4" BarBatch M k )] С 9 


SHEAR: 


Page 1 


Comment: SHEAR 
Shear blanks 9.00" long +/- 0.030" 
Note: 1 blank makes 9 pieces 


Comment: HAAS CNC VERTICAL MACHINING #1 
` Machine as per folio D2274 


TA 


Comment: SECOND CHECK 


SECOND CHECK 


Ошо 


Form: rprocess 


Dart ae Ltd 


. WORK ORDER CHANGES 


Approval A 
| pproval 
DATE | STEP PROCEDURE CHANGE Tom Тәр B ida | QC Inspector |. . 


Part No: PAR #: Fault Category: NCR: Yes (lo) | бо) naa p. Date: _0»)10//0 


QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


Description of NC — Corrective Action —— Secon B Verification | Approval | Approval 
Section A Initial Action Description Sign & Section C Chief Eng QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality Assurance\approved QA\NCRWO RevD Aper 15 Ы | 


Date: Tuesday, 10/3/2006 2:49:21 PM 
User: Kim Johnston 


Customer: CU-DAR001 Dart Helicopters Services 
Job Number: 28824 


Machine Or Operation: 
SMALL FAB 1 


IA 


Process Sheet 


Drawing Name: RADIUS BLOCK 


Part Number: D2274 


Description : 
SMALL 4 MEDIUM FAB RESOURCE 1 


III 


Comment: SMALL 8 MEDIUM FAB RESOURCE 1 
Tumble 
Deburr any rough edges after tumbling 
HAND FINISHING1 


TA 


I4 eke dés 


HAND FINISHING RESOURCE #1 


Comment: HAND FINISHING RESOURCE +1 


Chemical Conversion Coat as per QSI 005 4.1 


Comment: INSPECT POWDER COAT/CHEMICAL CONVERSION 


PACKAGING 1 


A 


INSPECT POWDER COAT/CHEMICAL CONVERSION 


ESO, dj 
irat $ 


PACKAGING RESOURCE #1 


Comment: PACKAGING RESOURCE #1 
Identify and Stock 
P 
Location: 25 


NU 


Comment: FINAL INSPECTION/W/O RELEASE 


Job Completion 


Page 2 


Form: rprocess 


- Dart Aerospace Ltd 
W/O: 


Approval 
DATE | STEP - Chief Eng / 
` Ргоа Маг 


Рагї Мо: PAR #: Fault Category: NCR: Yes No DOA: Date: 
QA: NIC Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 
"Or Corrective Action Section B BET 
Description of NC - — Verification | Approval | Approval 
DATE | STEP E z Action Description Section C Chief Eng Ga lesen 
Chief Eng Chief Eng 


NOTE: Date & initial all entries - 


H:\fFORMS\Quality Assurance\approved QA\NCRWO RevD 


A 
Part Number 

AS A 

MIA 


Work Order: | COS Ze | 


Page 1 of 1 


FIRST ARTICLE INSPECTION CHECKLIST 


First Article |] Prototype 


Drawing Actual Method of 


Tolerance Accept Reject ` Comments 
Dimension Dimension P Inspection 
+0.005 ү 
©0257 0000 | 12509 
0.750 */-0.010 zn 
«X 
0.375 +/-0.010 A 3 2 O 
0.125 +/-0.010 A re 
0.750 +/-0.010 0“ 


Prototype Approval: 


Measured by: Audited by: “8 


061044 


| Cate: | Dae 66.10.04 | eee 


Date | Change Revised by | Approved 
03.10.07 | New Issue | KJ/RE hee 


HAFORMSiQuality Assurance\approved QAYFAI revD 


DESIGN DRAWN BY.” i 

ОС TD — 
BO DRAWING NO. REV. F 

CUN [OA | D2274 SHEET 1 OF 1 


"DATE TITLE SCALE 
98.08.11 RADIUS BLOCK 21 


e| 95.07.12 | Raous enos | 
|D| 97.03.24 | ADD MATERIAL SPECIFICATION 


& ов отче 
Ф о-о. lb 


0.053 X 45° CHAMFER | 


ROS 


SHOP COPY | 
RETURN TO 
ENGINEERING 
UNCONTROLLED COPY 
SUBJECT TO AMENDS 
MATERIAL: 5052—H34 (QQ-A-250/8) 0.125 THICK WITHOUT NOTICE 
OR 6061-T6 (QQ-A-250/11) 0.125 THICK w P 
FINISH: ACID ETCH, ALODINE PER DART 05! 005 4.1 wo 422 
TOLERANCES ARE PER DART QSI 018 UNLESS OTHERWISE NOTEO 
ALL DIMENSIONS ARE IN INCHES UNLESS OTHERWISE NOTED 


Copyright 1995 by DART AEROSPACE LTD 


